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April 23. 1915 1284 

DAYTON, OHIO. 
Nurses— Employment of. (Ord. 8842, Mar. 17, 1915.) 

Section 1. That two additional nurses be employed in the bureau of medical 
service, welfare department, for such length of time as the city manager may deem 
advisable. 

Sec 2. That the salaries of each nurse shall be $65 per month and shall be paid as 
other nurse salaries are paid out of the funds heretofore appropriated for the bureau of 
medical service, welfare department. 

EVERETT, WASH. 
Plague— Prevention of— Rat Proofing of Buildings. (Ord. 1645, Mar. 16, 1915.) 

Section 1. No permit shall be issued by the building inspector of the city of 
Everett for the construction, reconstruction, alteration, or repair of any building or 
structure within the city unless provision shall be made in the plans for such build- 
ing or structure for the proper rat-proofing of the same as in this ordinance provided: 
Provided, That the provisions of this ordinance shall not apply to buildings used 
exclusively as garages. 

Sec. 2. Any building or structure hereafter erected which shall not be raised at 
least 18 inches above the level of the ground at all points shall be required to have its 
foundation walls of concrete or of brick or stone laid in cement or mortar or some other 
material which shall be of equal value for rat-proofing; they shall not be less than 8 
inches thick, and if of concrete they shall not be less than 6 inches thick. Such walls 
shall extend around the entire area to be occupied by the building or structure and 
shall extend not less than 18 inches below the surface of the ground. The full floor 
area under such buildings must be covered by concrete not le3s than 3 inches thick. 
If it is proposed to place flooring over any concrete floor area and not in direct contact 
therewith, such flooring shall be double, with wire netting of such form and quality 
as may be required by the building inspector, between the two layers, and any such 
double floor shall be constructed throughout of tongued-and-grooved lumber, and 
the wire netting above specified shall be extended upon the walls not less than 18 
inches: Provided, That if there is no dead space between the wooden floor and the 
concrete layer, such flooring may consist of a single layer. 

Sec. 3. No permit shall be granted by the building inspector for the reconstruc- 
tion, alteration, or repair of any building or structure unless provisions shall be made 
in the plans therefor for the proper rat proofing of such building or structure in sub- 
stantial compliance with the provisions of this ordinance as set forth in section 2 hereof, 
when, in the judgment of the building inspector, it is practical, desirable, or necessary 
that such rat proofing be done, but in no event shall such reconstruction, repair, or 
alteration be permitted without full compliance with all the provisions of this ordi- 
nance where the cost and expense of such reconstruction, alteration, or repair shall, 
in the opinion of the building inspector, equal or exceed 40 per cent of the value of 
the structure sought to be reconstructed, altered, or repaired. 

Sec 4. All ordinances or parts thereof, in so far as they may be in conflict herewith 
are repealed. 

Sec 5- Any person found guilty of a violation of the provisions of this ordinance 
shall be deemed guilty of a misdemeanor, and on conviction fined in any sum not 
exceeding $100, or imprisoned in the city jail for a term not exceeding 30 days, or may 
be both fined and imprisoned. 



